Donor panel:

Dry pack:

Dry-packed concrete;

Ductility:

Element vulnerability:

Failure:

A floor/roof panel  which causes
debris loading.

To forcibly ram a moist portland
cement aggregate mixture into a
confined area; also,  the mixture so
placed.

A concrete mixture sufficiently dry

to be consolidated by heavy ramming.      t

The measure of a structural  compo-
nent's  (element or connection) ability
to sustain inelastic deformations,
i.e., the ratio of the maximum defor-
mation to the yield deformation.

The susceptibility of a structural
element to the effects of an abnormal
load due to its location within the
structure.

A loading or deformation state beyond
which a connection, member or structure
ceases to fulfill  its function.

Flank wall assembly:

Floor panel:

An assembly of wall  panels along the
periphery of the building.  -

A horizontal precast concrete element
reinforced with mild or high-strength
steel.

Floor plank:

A horizontal precast concrete element,
typically extruded and reinforced
with high-strength steel.    Also known
as hollow core or hollow-core slab.
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